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Mary Szulborski 

Assistant District Attorney, Suffolk County 
Dear Ms. Szulborski, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing for^HIH was performed by Nicole Medina. All other analyses were 
performed by Kate Corbett. If you have any questions about these materials, please call 
me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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Amount: 

No. Cent: 1 

Date Rec'd: 08/31/ 
Gross Wt; IK 


Prelim: 








Revised 7/2005 


Folk OIG PRR 075085 



























































DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 



PRELIMINARY TEST RESULTS 
RESULTS 

date_11 


ANALYST 
Evidence WL 







GC/MS CONFIRMATORY TEST 

RESULTS 

MS 

OPERATOR 


DATE 



Revised 7/2005 


Folk OIG PRR 075087 



















Data File C:\CHEM32\1\DATA\SIG1000002.D 


Sample Name: coke/cod std 



Acq. Operator 
Acq. Instrument 

ASD 

DruqLab GC #1 

Seq. Line 
Location 

2 

Vial 2 

Injection Date 

10/20/2011 11:57:58 AM 

Inj 

1 

(■ 

Sequence File 
Method 

Last changed 

C;\CHEM32\1\SEQUENCE\DEFAULT.S 
; C:\CHEM32\l\METHODS\ROUTINE.M 
; 12/16/2010 11:45:09 AM by ASD 

Inj Volume 

: 1 pi 



Area Percent Report 


Sorted By 
Multiplier: 
Dilution: 
Sample Amount: 


Retention Time 

: 1.0000 

: 1.0000 

: 1.00000 


Do not use Multiplier &. Dilution Factor with 
Signal 1: FIDl A, 


[ng/ul] 

ISTDs 


(not used in calc.) 


Peak RetTime Sig Type Area 
# [min] [pA*s] 


1 

2 

3 


0.963 1 BB S 1.94237e4 

3.858 1 BB 35.25805 

4.497 1 BB 29.96650 


Height 

[pA] 


1.16104e4 
40.32309 
31.47919 


Area 

% 


99.66533 

0.18091 

0.15376 


Totals 


1.94890e4 l,16822e4 


End of Report 


DrugLab GC #1 10/20/2011 12:07:58 PM ASD Page 1 of 1 


Folk OIG PRR 075088 




























Data File C:\CHEM32\1\DATA\SIG1000003,D 
Saraple Name: blank 


Acq. Operator 
Acq. Instrument 

ASD 

DrugLab GC #1 

Seq. Line 
Location 

3 

Vial 3 

Injection Date 

10/20/2011 12:11:10 PM 

Inj 

1 

Sequence File : 
Method : 
Last changed : 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 

Inj Volume 

1 pi 



Area Percent Report 


Sorted By 

: Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier 

fit Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area Height Area 

# [min] [pA^s] [pA] % 


1 0.963 1 BB' S 1.95089e4 1.21226e4 1.000e2 


Totals : 


1.95089e4 1.21226e4 


End of Report 


DrugLab GC #1 10/20/2011 12:21:11 PM ASD 


Page 1 of 1 


Folk OIG PRR 075089 


























Data File C: \CHEM32\1\D ATA\SIG100QQ04.D 
Sample Name: 


Acq. Operator 

Acq. Instrument 

ASD 

DrugLab GC #1 

Seq, Line 
Location 

4 

Vial 4 

Injection Date 

10/20/2011 12:24:22 PM 

In j 

1 

f' 

Sequence File : 

Method : 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 

Inj Volume 

1 pi 

Last changed : 

12/16/2010 11:45:09 AM by ASD 





Area Percent Report 


Sorted By : 

Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier & 

Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area 
# [min] [pA*s} 


1 0.963 1 BB S 2.02833e4 


Height Area 

[pA] % 


1.2691804 1.000e2 


Totals : 


2.02833e4 1.26918e4 


*** End of Report 


DrugLab GC #1 10/20/2011 12:34:22 PM ASD 


Page 1 of 1 


Folk OIG PRR 075090 























jkiiJn, i 4-a,v_vHi 

File Name : Jr\2011\10_24_11\805013.D 

Operator : NEM 

Date Acquired : 25 Oct 2011 10:29 

Sample Name : BliANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 805013.D\daia.ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


805013.D Wed Jan 11 09:02:10 2012 Page 1 


Folk OIG_PRR_075091 








Area Percent / Library Search Report 


Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Pdrie-:- 

J: \2011\10_24_11\805 014,D 
NEM 

25 Oct 2011 10:45 

COCAINE STD 

14 

DRUGS * M 
RTE 


Abundance 


1000000 


4.$22 


TIC: 805014.DVdata,ms 


500000 


Time--> 


OVr 

2.00 


^ —,—f—,—j—,—,—P—,—j^—j—i—^^—P—i—p—,—,—P—,—I—^—,— j — t ; —j—p- 

3.00 400 _ 5^00 6.00 7.00 _8.00_9^0 _._10.00 11.00 


12.00 


Ret, Time 

Area 

Area % 

Ratio % 

4.622 

1138869 

100.00 

100.00 


805014 .D 


Wed Jan 11 09:02:17 2012 


Page 1 


Folk OIG PRR 075092 







Area Percent / Library Search Report 


File Name ; 
Operator : 
Date Acquired j 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


-Ba-t-a—Pid-ei - 

J:\2011\10_24_ll\805014.D 
NEM 

25 Oct 2011 10:45 

COCAINE STD 

14 

DRUGS . M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

r 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.62 

C:\Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

80 

60 

40 

20 


a2 


42 


|55 67 


m/z-> 40 60 

Abundance 


80 

60 

40 

20 


Average of 4.664 to 4,749 min.: 805014,D\data.ms (-) 


182 


105 


122 


Jji 


135 


"r 


152 


166 


198 


208 222 


272 

242 259 I 282 


303 








"r 


80 100_120 140 m 200 220 240 260 280 

.#29:'COCAINE. 

6^ 


182 


300 


42 


Olf 

m/Z“> 40 


55 68 

J. 


I.!■“ 

60 


94 


105 


122 




135 


198 


214 


244 259 


272 


303 


80 


~i—i—]—^—I—]—rn—p—I— \ —E—f—r“T— 

100 120 140 160 180 200 220 240 260 280 300 


805014.D Wed Jan 11 09:02:17 2012 


Page 2 


Folk OIG PRR 075093 











Area Percent / Library Search Report 



File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\10_24_11\805015.D 

NEM 

25 Oct 2011 11:00 

BLANK 
KAC 
1 

DRUGS . M 
RTE 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


805015.D Wed Jan 11 09:02:25 2012 Page 1 


Folk OIG PRR 075094 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquieitionMeth 
Integrator 


\2011\10_24_11\805016.D 
NEM 

25 Oct 2011 11:16 


KAC 

16 

DRUGS.M 
RTE 


Abundance 

4000000I 


4.03 


TfC; 805016.D\clata.ms 


3000000 

2000000 


1000000 


3.245 


— 1 —r- 

Time--> 2.00 

3.00 

4.00 5.00 6.00 

7.00 

M ' 1 ' ' ' M ' ' ' ' 1 ‘ - t ' ^ ' 

8.00 9-00 10.00 11.00 12.00 

Ret, Time 


Area 

Area % 

Ratio % 

3 .245 


197081 

3 - 83 

3 , 98 

4.633 


4946078 

96,17 

100,00 


805016,D 


Wed Jan 11 09:02:32 2012 


Page 1 


Folk OIG PRR 075095 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


J:\2011\10_24_11\805016.D 

NEM 

25 Oct 2011 11:16 


KAC 
16 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3.25 C:\Database\NIST05a.L 

1H-Purine“2,6"dione, 3,7-dihydrO"l, 000058-08-2 98 
lH-Purine-2,6-dione, 3,7-dihydro-1^ 000058-08-2 98 
lH-Purine-2,6-dione, 3,7-dihydro-1; 000058-08-2 96 


Abundance 

80 

60 

40 

20 


Average of 3.203 to 3.351 min.: 806016.D\data,ms (-) 


109 


1$4 


67 


56 


42 

i 




ll-rrvl 


82 




94 

rl-H, 


136 

123 II, 150 

rvn'7'l''MT^fT'T4H--j-T--rT'rl'r 


165 

I 179 

I 'tnr j"T r-Tr | t 


m/2-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 

Abundance 


80 


60 


40 


20 


#53170: 1H-Purine-2,6-dione, 3,7-dihydro-1,3J-trimethyl- 


rry-i tt-i-j-i 

190 200 


1$4 


207 


109 


67 


15 28 


42 


or,,],.. 


55 




i-p 


82 




94 


ryi 


1 37 

122 if 149 


165 


179 


» i M ■ M 

190 200 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


805016.D 


Wed Jan 11 09:02:32 2012 


Page 2 


Folk OIG PRR 075096 








Area Percent / Library Search Report 


Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number r 
AcquisitionMeth: 
Integrator ; 


J:\2011\10_24_11\805016,D 
NEM 

25 Oct 2011 11:16 


KAC 

16 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 ,L 


PK# RT Library/ID 


CAS# Qual 


4.63 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

60 

60 

40 

20 


82 


Average of 4.585 to 4.829 min.: 805016.D\data.ms {-) 

1$2 


42 


94 


i55 67 


122 


i" r'T” r ^T-T'TTT 


I M08 I 152 166 

; , hi I. kl, M. 13o I 


303 


-T^i. 


198 272 

223 244 260 |, 288 


355 


"]”'T~T'T-T"|:"T-T-T-T"p-I"T-T-T-J-:“r-T-T--pr-T-T‘T--p-'r-r-T-T--p-r-r-T-T--p-T-T“r- 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 

80 

60 

40 

20 


8^ 


42 


,55 68 
]:il jL. 


#29: COCAINE 


182 


94 


122 

J 135 1 66 


198 


214 244 259 


272 


303 


"II ■ 1 I r i 3 i I I I I 1 I I Ti i f i I I 'r I 1 i |-T-^i t 1 j I I I 1: j [ ! I 1 ! I [ I 1 j T ( r I j" T J 'f i"| rT'T"i j“fnr"T i"| 'htt'T"] k ’i i i ] 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


805016.D Wed Jan 11 09:02:33 2012 Page 3 


Folk OIG PRR 075097 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


J: \2011\10_24__11\805017 ,D 
NEM 

25 Oct 2011 11:31 



Abundance 

300000oj 


4.$27 


TiC: 805017.D\data.ms 


2000000 


1000000 


3.245 

,.A.... 


0 J"] ' r-T • 

Time--> 2.00 


|‘i 







•■I'-i-'i .r ”!■■■' 

3.00 

r“ "1 1 l" "T " "I -y— 1 — 

4.00 5.00 

' '1 [''' 
6.00 

7,00 

1 ! ! » ! 

8.00 

. h ] f T 

9.00 

’ ' 1 ■ ' ^ ’ 1 ' ' 
10.00 11,00 

12.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.245 

165027 

4.97 

5.23 

4.627 

31S7649 

95.03 

100.00 


805017,D 


Wed Jan 11 09:02:40 2012 


Page 1 


Folk OIG PRR 075098 





Area Percent / Library Search Report 


-Information tror 

File Name 

Data File:- 

J:\2011\10 24 11\805017,D 

Operator 

NEM 

Date Acquired 

25 Oct 2011 11:31 

Sample Name 


Submitted by 

KAC 

Vial Number 

17 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Datafoase\NIST05a*L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


1 3,25 C:\Database\NlST05a.L 

lH-Purine-2,6-dione, 3,7“dihydrO“1, 000058“08-2 98 
lH"Purine"'2,6“dione; 3,7-dihydrO“l, 000058-08"2 97 
IH-Purine~2,6-dione; 3,7-dihydro-l^ 000058-08-2 94 




805017,D Wed Jan 11 09:02:41 2012 


Page 2 


Folk OIG_PRR_075099 










Area Percent / Library Search Report 


Information from - 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


-D ata File; - 

J: \2 011\10__24__11\8 05017 .D 
NEM 

25 Oct 2011 11:31 

KAC 

17 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 


Library/ID 


CAS# Qual 


4,63 C:\Database\SLI.L 

COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 

0 




42 

! 


,55 68 


Average of 4.580 to 4.807 min.: 805017.D\ciata.fns (- 
182 


94 


105 


AM 


122 


138 


152 105 


303 


272 

I 209 222 242 258 I 288 


m/z-> 40 60 80 100 120.140 160_1^ 200 220 240 26 0 280 300 

Abundance 


80 

60 

40 

20 


02 


#29: COCAINE 


182 


42 


55 68 

.J .JiU, X .ill, 


94 


105 


dj.,.....! 


122 198 303 

135 166 i I 214 244 259 

— --- -".— 


ni/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


805017 .D 


Wed Jan 11 09:02:43 2012 


Page 3 


Folk OIG PRR 075100 












Area Percent / Library Search Report 


-S^germation from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted- by 
Vial Number 
AcquisitionMeth 
Integrator 


J: \ 2011\10^24_11\8 05 018 ,D 
NEM 

25 Oct 2011 11:47 


KAC 

18 

DRUGS.M 
RTF 


Abundance 

1500000 


4.622 


T!C: 805018.D\data.ms 


1000000 


500000 


2.080 

A ? . t I 

O-'T ' ' I ‘ I I I I I I I M ' I ' I ' ' ' ' t ' >' '" "I..r-.-^T-r-T-.-j-.-T-T'■. 

Time-> 2.00 3.00 4.00 6.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

2.080 

129973 

6,61 

7,07 

4,622 

1837464 

93 - 39 

100.00 


805018.D Wed Jan ll 09:02:48 2012 Page 1 


Folk OIG PRR 075101 








Area Percent / Library Search Report 


Information from Bata File ; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\10_24_11\805018.D 

NEM 

25 Oct 2011 11:47 


KAC 

18 

DRUGS.M 
RTE 


Search Libraries: 


PK# RT 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2,L 


Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# 


Qual 


2.08 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy“8“methyl-8-azabicycl 043021-26-7 97 
3/5-Dimethoxyphenethylamine 003213-28-3 43 


Average of 2-038 to 2.207 min.: 805018.D\clata.ms {-) 

1$2 


Abundance 

80 

60 

40 

20 

0 

ni/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 

Abundance 


42 


181 


! u 

122 



57 68 

94 

1 106 

138 

! 

1 166 




. 131| i 

‘ 1' 1'' h ■ " ‘'H 


20? 

T‘T‘T‘T‘‘|“r‘n“l“]“rTTT"p 


#43743: Ecgonidme, methyl ester 

1$2 




80 

60 

40 

20 - 




(D - 

o—; 

1 

22 

138 

^ L -i 

1 166 

rr-l-q-r-i-i Tj 

1 r r 1 1 r r r f i j i ^ ^ i | i i i i j i r t i 1 | 

* ! ! ! ^ i : 1 1 1 1 1 1 1 ] ! 



181 


[ •T r T r rr T 'n 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


805018-D 


Wed Jan 11 09:02:49 2012 


Page 


Folk OIG PRR 075102 









Area Percent / Library Search Report 


“I"rrforma:t-TOrr"firo Tt \ Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


J:\2011\10_24_ll\8 05 018 ,D 
NEM 

25 Oct 2011 11:47 


KAC 

18 

DRUGS * M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


?K# RT Library/ID 


CAS# Qual 


4.62 C:\Database\SLI.L 
COCAINE 


000050"36"2 99 


Abundance 

80' 

60 

40 

20 

On 




42 


,55 e? 


94 


Average of 4.548 to 4.765 min.: 805018.D\ciata.ms (-) 
182 


105 


Abundance 

j 

ao' 

60 

40 i 

20 

0 


122 

J,, 135 'p 166 


198 


303 


272 


I 208 222 242 268 |282 


40 60 80 100 120 140 160 180 200 220 240 2^0 280 300 


62 


42 


,55 08 


#29: COCAINE 


182 


94 


105 


122 

^i. J 13 5 166 


198 


214 


244 259 


272 


303 


■■■]■ |—'j f I It] I rn 1'f ' 1 1- f I'I p ■ r 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


805018 .D 


Wed Jan 11 09:02:50 2012 


Page 3 


Folk OIG PRR 075103 
















Area Percent / Library Search Report 


xiij-u±iuciL±un rroiii jjara i^xxe;- 

File Name ; J:\2011\10_24_ll\805031,D 

Operator : NEM 

Date Acquired : 25 Oct 2011 15:08 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance TIC; 805031,D\data,m$ 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


805031,D Wed Jan 11 09:03:03 2012 


Page l 


Folk OIG_PRR_075104 





Area Percent / Library Search Report 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth r 
Integrator ; 


J; \2011\10__24__11\805032 .D 
NEM 

25 Oct 2011 15:24 

COCAINE STD 

14 

DRUGS - M 
RTE 


Abundance 


4.622 


TIC: 805032.D\data.ms 


1000000 


600000 


0 r-i—i— ]—1—;— r— T— p-i —^— r-r-n — r-r— y— r-r— r-j—!—^— r~r-i — r~T~T— r”j —t — r-!— 

Time-> 2.00 3.00 4.00 6.00 _6.^_7.00_ 8.00 Ml.. AIM 1199 


Ret. Time 

Area 

Area % 

Ratio % 

4.622 

1286918 

100.00 

100.00 


805032.D Wed Jan 11 09:03:11 2012 


Page l 


Folk OIG PRR 075105 





Area Percent / Library Search Report 


File Name : 
Operator : 
Date Acquired r 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Pi - l -e-!- 

J: \2011\10__24_11\805032 ,D 
NEM 

25 Oct 2011 15:24 

COCAINE STD 

14 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4,62 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 

80 i 

60 

40 

20 


42 


nn/2‘-> 


68 

40 60 


94 


Average of 4.586 to 4792 min.: 805032.D\data.ms {-) 
182 


105 


122 




162 
135 j, 


198 




242 260 


272 


283 


303 

1 


i 


Abundance 

80 

60 

40 

20 

0 


80 


82 


100120 140 160 180 200 220 240 260 

#29: COCAINE 


182 


T" 


-T-r-Y‘h 


280 300 


42 


55 <38 

I. h. 


40 60 


94 


106 


122 

, I 135 


I ‘ I < •••< I "l '|- 


198 


214 


244 259 


272 


' ! t ' T T } 


100 120 140 160 180 200 220 240 260 280 


303 


300 


805032.D 


Wed Jan 11 09:03:11 2012 


Page 2 


Folk OIG PRR 075106 





















